Section ID - Nonprofit Hospitals

Between FY 1969 and FY 1977, HEW support to nonprofit hospitals increased
by 43 percent despite a sharp drop of approximately $100 million between FY 1976
and FY 1977 (see Figure 1-6). This precipitous one-year decline was entirely a
function of a discontinuance of construction support from the Health Resources
Administration (ERA). (See Part IIE2.)

The impact of inflation seriously eroded the growth in current dollar
obligations over the period as reflected in the 21 percent constant dollar
decline.

12is decline was only half as large as that of the comparable ratio for all
